THE  MONUMENT,  BUILT  TO   COMMEMORATE   LONDON'S   GREATEST  FIRE

A visitor to England's capital is certain to see the Monument, a column 202 feet high, near

the north end of London Bridge, which marks the place where the Great Fire of London

started in 1666.   Many people climb the 345 steps of the spiral stairway inside it, for the

sake of the wonderful view.   The top is meant to resemble or 'symbolize flames.
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